
ALONG WITH CRYSTALS AND MANUALS, WILL ABB I VS VIA 
C118 ON 19 MABCH 1970. 


2. THESE MODULES SHOUU) BE DIRECTLY INTER- 
CHANGEABLE WITH THE EXISTING SYSTEM 21 MODULES ON 
A TWO-FOR-OKE FREQ BASIS. 


3. SPARES HAVE NOT BEEN ORDERED, NOR HAS ANY 
TEST EQUIPMENT BEEN DEVELOPED AS THESE ARE EXPERIMENTAL 
RECEIVERS. 

4, REQUEST YOU life TALL AND TEST FLY THESE 
RECEIVERS PLUS PERFORM PRE- AND POST-FLIGHT CHECKS 
PER MANUAL (FM MODULE HR -600346 ) . 
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